Specifications 



Length: 4-7/8 in. 
Aperture: 32mm 
Magnification: 8x 
Field of view: 7.8° 
Near focus: 2.3 feet 
Eye relief: 18mm 
Weight: 6.2 oz. 

Includes lens caps, neck string, and soft belt case with wrist 
strap. Two-year limited warranty. 



WARNING: Never look directly at the Sun through 
this monocular, or even with your naked eyes. 
Doing so could cause permanent retinal damage 
or blindness. Children should use this product 
only with adult supervision. 



Customer Support (800)676-1343 
Email: support@telescope.com 

Corporate Offices (831) 763-7000 
P.O. Box 1815, Santa Cruz, CA 95061 
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The first thing that catches your eye, after the rich bronze- 
colored aluminum finish and black rubber trim, is the deep 
coloration of the lenses. That's a sign of quality antireflec- 
tion coatings. And indeed, the EagleEye's two-element 
objective lens and four-element eye lens are fully multi- 
coated to provide maximum image brightness and 
contrast. The precision Japanese roof-prism optical system 
yields excellent edge sharpness too. 
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Using the EagleEye Monocular 

Hold the monocular up to one eye and look into the eye- 
piece (the end with the rubber eyeguard). 

Eyeguard 

The eyepiece features a rubber eyeguard to block stray light 
from interfering with the image you see in the monocular. If 
you wear eyeglasses or sunglasses, fold the eyeguard back 
to see the full field of view. Use caution when doing this to 
avoid touching the eyepiece lens with your fingers. 

Focusing 

To focus the EagleEye monocular, simply rotate the 
focuser barrel with one hand while holding the monocular 
steady with your other hand. There is a "rangefinder" 
imprinted on the barrel that will indicate at what distance 
the EagleEye is focusing. The closest focus possible for the 
EagleEye is 2.3 feet. 

Care of the Monocular 

Keep the EagleEye Monocular in its case when not in use. 
The case can be threaded on a belt for convenient access 
to the monocular during play. A wrist strap is also included. 
A small amount of dust or a few specks on the eyepiece 
lens or objective (front) lens will not affect the performance 
of the monocular. If dust builds up, however, simply blow it 
off with a blower bulb, or lightly brush it off with a soft 
camel-hair brush. Avoid touching the optical surfaces with 
your fingers, as skin oil may degrade the optical coatings. 



To remove fingerprints or smudges from a lens, use photo- 
graphic-type lens cleaning fluid and lint-free optical lens 
cleaning tissue. Don't use household cleaners or eyeglass- 
type cleaning cloth or wipes, as they often contain 
undesirable additives like silicone, which don't work well on 
precision optics. Place a few drops of fluid on the lens tis- 
sue (NOT directly on the lens), wipe gently, then remove 
any excess fluid with a dry tissue or two. Do not "polish" or 
rub hard when cleaning the lens as this will scratch it. The 
tissue may leave fibers on the lens, but they can be blown 
off with a blower bulb. 

Never disassemble the monocular to clean the optical 
surfaces! 




